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UNCLAS BONN 08117 

DEPARTMENT PASS TREASURY 

E.O. 11652: N/A 
TAGS: EFIN, GW 

SUBJECT: GERMAN REACTION TO ITALIAN PRIOR DEPOSIT 
SCHEME 

1 . AT TODAY S PRESS CONFERENCE, FEDERAL SPOKESMAN 
BOELLING ANNOUNCED THAT IN VIEW OF THE SITUATION IN 
ITALY THE FEDERAL GOVERNMENT IS NOT GOING TO PRESS 
FOR COUNTER MEASURES AGAINST THE ITALIAN PRIOR 
DEPOSIT REGULATION. MINISTER ERTL, WHO WILL ATTEND 
THE EC AGRICULTURAL MINISTERS MEETING ON MAY 17-18, 
WILL HOWEVER REQUEST THE EC COMMISSION TO KEEP A 
WATCH THAT THE ITALIAN MEASURES WILL NOT RESULT IN 
DISTORTIONS OF COMPETITION. 
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